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PHILIP NAMED ACTING DIRECTOR 


Bob Philip has been appointed Acting Director of the Department 
of Fitness, Recreation & Athletics at Concordia University by 
Vice-Rector of Services Charles Giguere. 


Philip begins his: new duties immediately. He replaces Dr. Ed Enos 
who resigned April 16th after 21 years as director. 


Philip is an alumnus of Sir George ‘Williams University and Concordia 
where he obtained his Bachelor of Arts and Master's Degrees 
respectively. 


After graduating from Sir George in 1970 he was appointed assistant 
hockey coach and director of intramurals at the university. He 
handled the head coaching duties from 1972 to 1975 leading the team 
to the Eastern’ Canadian University Championshio in 1974. 


When Sir George and Loyola College merged to form Concordia in 

1975 Philip assumed the directorship of the intramural program and 
remained affiliated with hockey as assistant coach. He later was 
appointed Sports Information Director before taking on the role of 
Associate Director responsible for Recreational Athletics last year. 


Philip and his wife Linda reside in the Montreal suburb of Baie 
D'Urfe. They have a son, Matthew, 4. 
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